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Registered Voters 30895 - Cards Cast 9718 31.45% Num. Report Precinct 21 - Num. Reporting 21 100.00% 


QUESTION 1 




Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

9718/30895 

31.5 % 

Total Votes 

9701 


YES 

7196 

74.18% 

NO 

2505 

25.82% 


QUESTION 2 




Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

9718/30895 

31.5 % 

Total Votes 

9702 


YES 

7419 

76.47% 

NO 

2283 

23.53% 


QUESTION 3 




Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

9718/30895 

31.5 % 

Total Votes 

9663 


YES 

6193 

64.09% 

NO 

3470 

35.91% 





